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have coHabor^d to provide 
a series of Technology Guides' covering fundamental^ 
applications and online resoiffces for usen of Ion Trap 
MS and related tedmologies. 

Tlie reliable, high performance amaZon SL Bruker ion trap equipped 
with a fiilly UHPLC compatible Thermo Scientific UltiMateTM 3000 Basic 
Automated System for a dramatically reduced price. 


• amaZon SL Ion Trap 

• Featured Applications 


I Online Resources 
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